BILL NO. S+68+01~ / 2 
SPECIAL ORDINANCE NO. S- /%.- LS 


AN ORDINANCE approving contracts in connection 
with new Fire Station in Industrial Park. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 


SECTION 1. A certain Agreement approved January 18, 1968, 
between the City of Fort Wayne, Indiana, by and through its Mayor 
and the Board of Public Works, and HAWK CONSTRUCTION, INC., for 
General Construction of new Fire Station in Industrial Park, in 
the amount of $54,168.00, all as more particularly set forth in 
said Agreement, which is on file in the office of the Board of 
Public Works and is by reference incorporated herein and made part 
hereof, is hereby in all things ratified, confirmed and approved. 


SECTION 2. A certain Agreement approved January 18, 1968, 


| between the City of Fort Wayne, Indiana, by and through its Mayor 


and the Board of Public Works, and SHAMBAUGH & SON, INC., for 


| the Heating, Ventilating, and Plumbing for the new Fire Station 
| in Industrial Park, in the amount of $14,891.00, all as more 
| particularly set forth in said Agreement, which is on file in the 


office of the Board of Public Works and is by reference incorpora- 
ted herein and made part hereof, is hereby in all things ratified, 
confirmed and approved. 


SECTION 3. A certain Agreement approved January 18, 1968, 
between the City of Fort Wayne, Indiana, by and through its Mayor 
and the Board of Public Works, and PARKS ELECTRIC, INC., for the 
Electrical Work for the new Fire Station in Industrial Park, in 
the amount of $9,125.00, all as more particularly set forth in 
said Agreement, which is on file in the office of the Board of 
Public Works and is by reference incorporated herein and made part 
hereof, is hereby in all things ratified, confirmed and approved. 


SECTION 4. A certain Agreement approved January 18, 1968, 
between the City of Fort Wayne, Indiana, by and through its Mayor 
and the Board of Public Works, and WM. C. BAER, CONSULTING 
ENGINEER, for all necessary Engineering in connection with the new 
Fire Station in Industrial Park,.in the amount of $3,000.00, all 
as more particularly set forth on Board of Public Works Purchase 
Order No. 24989, which is by reference incorporated herein and 
made part hereof, is hereby in all things ratified, confirmed and 
approved. 


SECTION 5. This Ordinance shall be in full force and 
| 


effect from and after its passage and approval by the Mayor. 


Bill No. S-68-01-18 
REPORT OF THE COMMITTEE ON PUBLIC WORKS 


We, your Committee on Public Works to whom was referred an Ordinance 


approving contracts in connection with new Fire Station in Industrial Park, 


have had said Ordinance under consideration and beg leave to report back to the Common 


s 
d 


Council that said Ordinance kD PASS. 


JOHN NUCKOLS, Chairman 


JOHN H. ROBINSON, Vice-Chairman 


CELIA ANN FAY 


EDWIN J. ROUSSEAU 


WILLIAM K. GEAKE 


CONCURRED IN 


DATEL YS -ES FUAD G. BONAHOOM, CITY CLERK 


a 


os 


ig the’ first time in-full and on motion by a by 


Sf app pp, 
vA Fi Caf oft Cand du 


dopted, read 


to the (Committee on) 


City Clerk 


Read the third time in full and on motion by 


seconded by and duly adopted, placed on its passage. 


Passed Ga@@2) by the following vote: 


AVES _ <7 , mvs D, ABSTAINED , ABSENT to-wit: 
/ 
Adams YZ 
Dunifon / 
Fay ; 
m. 


Geake 


Nuckols Vy 
Robinson 
Rousseau VA 
Steigerwald Z 
Tipton 


Date ef a E A i 


City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
i a a Ordinance (Resotution) No, S/SE S 


on the Sx Jæ day ofis 


ATTEST: 


City Clerk 


Presented by me to the Mayor of the City o 


Fort Wayne, Indiana, on the CE LÉ day 
, 1969 sat the hour of ZZ od o'clock A$ .M.,E.S.T. 
ee j = J 


of 


City i Clerk 


Approved and signed by me this VE: EH say of Z PIAN P ri , 196¥ 3 


at the hour of LO 39 o'clock Å- _.M.,E.S.T. 


Mayor 


